SS-102 


SERVICE SPECIFICATIONS — SLIDING ROOF 


SLIDING ROOF 


TORQUE SPECIFICATIONS 

SLIDING ROOF HOUSING 

Part Tightened N*m kgf*cm ft.*Ibf 
Sliding roof glass X Sliding roof housing 5.5 56 49 in.*lbf 
Sliding roof drive gear X Sliding roof housing 5.4 55 48 in.*lbf 
Sliding roof housing X Bracket 5:5. 56 49 in.*lbf 
Sliding roof housing X for Bolt 8.0 82 71 in.*lbf 
Body, for Nut 5.5 56 49 in.*lbf 


